First  Methodist  Church, 
St.  Petersburg,  Florida 
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The   main    auditorium   has   ten    beautiful  ^ 
stained  glass  windows  depicting  the  life  of 
Christ.  This  auditorium  has  a  seating  capacity 
of  2160.    Loudspeakers  are  placed  in  lo^f^r* 
auditorium  for  overflow  crowds.    Tower  iKlreu 
are  played  daily.  i,.n^r. 


